34.

Module 5-1

Lesson Topic 5-1-2

(Continued)

The reference  designator for  secondary
test point    ( A }  is

Al   TP-3

35.     List the  nomenclature for  secondary  test
point (H

AZ  tach
signal.

36.     The Functional  Check - Major Test Point
Waveforms provides  information as  to the
location and the  waveform or normal  indi-
cations  of  the  major test point.

PS2-TP8 is the location of the major
test point 12. What is the waveform
or nomal indication for this test

point?________________________.

A4-TP1   (major   test point  18)   has
two waveform  indications  shown.
What is  the P/P amplitude of
each waveform?                                   >

48t Point and Location
